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Notice 

The information contained in this document is subject to change without notice. 

Hewlett-Packard makes no warranty of any kind with regard to this material, including, but not limited to, the implied warranties of 
merchantability and fitness for a particular purpose. 

Hewlett-Packard shall not be liable for errors contained herein or for incidental or consequential damages in connection with the 
furnishing, performance, or use of this material. 

Hewlett-Packard assumes no responsibility for the use or reliability of its software on equipment that is not furnished by Hewlett-Packard. 
This document contains proprietary information that is protected by copyright. All rights are reserved. No part of this document may be 
photocopied, reproduced, or translated to another language without the prior written consent of Hewlett-Packard Company. 

Hinweis 

Anderungen vorbehalten. 

Hewlett-Packard ubernirnmt keine Haftung fur mittelbare oder unmittelbare Schaden im Zusammenhang mit der Funktionsfahigkeit oder 
Verwendung dieses Gerats fur einen bestimmten Zweck. 

Hewlett-Packard haftet nicht fur irgendwelche Fehler und mittelbare oder unmittelbare Schaden im Zusammenhang mit der Lieferung, 
Funktionsfahigkeit oder Verwendung dieses Gerats. 

Hewlett-Packard ubernirnmt keine Haftung fur die Funktionsfahigkeit seiner Software auf Geraten anderer Hersteller. 
Die in diesem Dokument beschriebenen Informationen sind geistiges Eigentum von Hewlett-Packard und urheberrechtlich geschiitzt. Alle 
Rechte vorbehalten. Vervielfaltigung, Bearbeitung oder Ubersetzung dieser Programme ist eben-falls nur nach vorheriger schriftlicher 
Genehmigung durch Hewlett-Packard gestattet. 

Avertissement 

Les informations contenues dans ce document peuvent etre modifiees sans preavis. 

Hewlett-Packard ne donne aucune garantie de quelque sorte que ce soit concernant cette documentation, notamment, mais sans que cette 
liste soit exhaustive, aucune garantie implicite de valeur marchande ou d'adequation a un usage particulier. 

Hewlett-Packard decline toute responsabilite pour toute erreur contenue dans cette documentation ou tout prejudice direct ou indirect 
lie a la fourniture, la realisation ou l'utilisation de ladite documentation. 

Hewlett-Packard n'est pas responsable de l'utilisation ou de la fiabilite de ses logiciels sur des equipements non fournis par 
Hewlett-Packard. 

Les informations contenues dans ce document sont la propriete de Hewlett-Packard et sont protegees par les lois relatives au copyright. 
Tous droits reserves. Aucune partie de ce document ne peut etre photocopiee, reproduite ou traduite dans une autre langue sans l'accord 
prealable et ecrit de Hewlett-Packard Company. 

Aviso 

La informacion contenida en este documento esta sujeta a modification sin previo aviso. 

Hewlett-Packard no ofrece garantfa alguna con respecto a este material, incluyendo, aunque sin limitarse a, las garantfas impKcitas de 
comerciabilidad e idoneidad para fines especfficos. 

Hewlett-Packard no se hace responsable de los errores que pueda contener este documento ni de los dahos accidentales o circunstanciales 
derivados del suministro, interpretation o uso de este material. 

Hewlett-Packard no asume ninguna responsabilidad por el uso o fiabilidad de su software en equipos que no hayan sido proporcionados 
por Hewlett-Packard. 

Este documento contiene informacion propiedad de HP que se encuentra protegida por copyright. Reservados todos los derechos. Se 
prohibe la copia, reproduction o traduction a otro idioma de cualquier parte de este documento sin el consentimiento previo y por escrito 
de Hewlett-Packard Company. 

Awiso 

Le informazioni contenute in questo documento sono soggette a modifica senza preawiso. 

Hewlett-Packard non rilascia garanzie di alcun tipo su questo materiale, incluse le garanzie implicite di commerciabilita e idoneita a scopi 
particolari. 

Hewlett-Packard declina ogni responsabilita di eventuali errori contenuti in questo documento e dei danni accidentali o conseguenti alia 
fornitura, alle prestazioni o aH'uso di questo materiale. 

Hewlett-Packard non sara inoltre ritenuta responsabile dell'affidabilita e deH'uso del proprio software su apparecchiature di altra marca. 
Questo documento contiene informazioni riservate protette da copyright. Tutti i diritti sono riservati. Nessuna parte di questo documento 
pud essere fotocopiata, riprodotta o tradotta in altra lingua senza consenso scritto di Hewlett-Packard Company. 



Aviso 

As informagoes contidas neste manual estao sujeitas a alteragoes sem aviso previo. 

A Hewlett-Packard nao oferece nenhum tipo de garantia com respeito a este manual, incluindo as garantias implfcitas de comercializagao 
e conveniencia para urn proposito especffico, mas nao se limitando a elas. 

A Hewlett-Packard nao devera ser responsabilizada por erros aqui contidos ou por danos incidentals ou consequenciais relacionados ao 
fornecimento, desempenho ou uso deste material. 

A Hewlett-Packard nao assume nenhuma responsabilidade pelo uso ou confiabilidade do seu software em equipamentos nao fornecidos 
pelaHP. 

Este documento contem informagoes proprietarias que sao protegidas por direitos autorais. Todos os direitos sao reservados. Nenhuma 
parte deste documento pode ser fotocopiada, reproduzida ou traduzida para outro idioma sem o consentimento previo, por escrito, da 
Hewlett-Packard Company. 

Nota 

Firma Hewlett-Packard zastrzega sobie prawo wprowadzania bez uprzedzenia zmian w opisanym w tym dokumencie sprzecie 
i oprogramowaniu. 

Hewlett-Packard nie udziela zadnych gwarancji odnosnie zawartej w tym materiale tresci, w tym rowniez, ale nie wyiacznie, gwarancji 
domniemanych co do jej wartosci rynkowej lub przydalnosci do okreslonych celow, 

Firma Hewlett-Packard nie odpowiada za btedy, ktore moga wystapic w przedstawianym materiale, jak rowniez za szkody posrednio 
lub bezposrednio zwiazane z wykorzystaniem zawartych w rum informacji. 

Hewlett-Packard nie przyjmuje odpowiedzialnosci za dzialanie swoich programow na sprzecie nie pochodzacym od firmy 
Hewlett-Packard. 

Material zawarty w tym dokumencie jest chroniony prawem autorskim. Wszelkie prawa sa, zastrzezone. Kopiowanie, reprodukowanie 
badz tlumaczenie tego dokumentu, w calosci lub czesci, wymaga uprzedniej pisemnej zgody finny Hewlett-Packard. 

IIpe^ynpe>K^eHHe 

HHq>opMarj,Ha b stom ^OKyMeHTe MoaceT 6biTb H3MeHeHa 6e3 yBeaoMjiemia. 

Hewlett-Packard He npefloeraBjiaeT othochtcjibho ^aHHoro MaTepnana HHKaKHx rapaHTHH, b tom nncjie no,apa3yMeBaeMbix rapaHTHH 

BblCOKHX KOMMepneCKHX KaneCTB H COOTBeTCTBHa KOHKpeTHbIM n,ejiaM. 

Hewlett-Packard He HeceT OTBeTCTBeHHOCTH 3a ohih6kh b 3-tom .aoicyMeHTe, a TaiQKe 3a cjiynaHHbiH hjih npe^HaMepeHHbiH ymep6, 
nojryHeHHbni b cb33h c ^ocTaBKOH, HcnojiHeHHeM hjih Hcnojib30BaHHeM .aamioro MaTepnajia. 

Hewlett-Packard He HeceT OTBeTCTBeHHOCTH 3a pa6oTy cbohx nporpaMMHbix npoayKTOB Ha o6opy,aoBaHHH /myrax nocraBiHHKOB. 
3tot ^OKyMeHT co^ep)KHT HH(J)opMaHHK), nofljie)KaiHyio 3aiHHTe aBTopcKHM npaBOM. Bee npaBa 3amHmeHbi. HnKaicaa nacTb 3-Toro 
flOKyivieHTa He MWKeT 6biTb CKonnpoBaHa, BOcnpoH3Be^eHa hjih nepeBe^eHa Ha apyroii a3biK 6e3 npe^BapHTejibHoro nHCbMemioro 
pa3peuieHHa Hewlett-Packard Company. 
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DECLARATION OF CONFORMITY 

According to ISO/IEC Guide 22 and CEN/CENELEC EN 45014 



Manufacturer's Name: Hewlett-Packard France 
Manufacturer's Address: 5, Avenue Raymond Chanas - EYBENS 

38053 GRENOBLE CEDEX 09 -FRANCE 

Declares, that the products: 

Product Name: 17-inch (crt) Color Monitor 

Model Number: D8904** D8905** (appear on the rear identification label) 
(if applicable, add: Product Options) 

Conform(s) to the following Product Specifications: 

SAFETY -International: IEC 60950:1991 + Al + A2 +A3 +A4 / GB4943-1995 
-Europe: EN 60950: 1992 + Al + A2 +A3 +A4+A1 1 

ELECTRO MAGNETIC COMPATIBILITY 

- CISPR 22:1997 / EN55022:1998 Class B 
-CISPR24: 1997 /EN55024: 1998 

- IEC 6 1 000-3 -3 : 1 994 / EN6 1 000-3-3 : 1 995 
-GB9254-1998 

- FCC Title 47 CFR, Part 15 class B 1} 

- ICES-003, Issue 3 

- VCCI-B 

- AS/NZ 3548:1995 

Products bearing the CE marking (2) also comply with: IEC 61000-3-2:1995 / EN 61000-3-2:1995 
A14 

Those products comply with requirements of the following Directives and carry the CE marking 
accordingly: EMC Directive 89/33 6/EEC and Low Voltage Directive 73/23/EEC, both amended by 
the Directive 93/68/EEC. 

1) This device complies with part 15 of the FCC rules. Operation is subject to the following two 
conditions: 

(1) This device may not cause harmful interference, and 

(2) This device must accept any interference received, including interference that may 
cause undesired 

operation, 



2) All products sold in the European Economic Area 
(EEA) bear the CE Mark' 

Grenoble, February 2001 



(EEA) bear the CE Marking. ^ 



Didier CABARET 
Quality Manager 
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Notice for the USA: FCC Class B Statement 

Federal Communications Commission Radio Frequency Interference Statement 
Warning: 

This equipment has been tested and found to comply with the limits for a Class B digital device, 
pursuant to Part 15 of the FCC Rules. These limits are designed to provide reasonable protection 
against harmful interference in a residential installation. This equipment generates, uses, and can 
radiate radio frequency energy and, if not installed and used in accordance with the instructions, 
may cause harmful interference to radio communications. However, there is no guarantee that 
interference will not occur in a particular installation. If this equipment does cause harmful 
interference to radio or television reception, which can be determined by turning the equipment 
off and on, the user is encouraged to correct the interference by one or more of the following 
measures: 

• Reorient or relocate the receiving antenna. 

• Increase the distance between the equipment and the receiver. 

• Connect the equipment to an outlet on a different circuit to the one the receiver is connected 
to. 

• Consult your dealer or an experienced radio/TV technician for help. 

Hewlett-Packard's FCC Compliance Tests were conducted using HP-supported peripheral 
devices and HP shielded cables, such as those you receive with your system. Changes or 
modifications not expressly approved by Hewlett-Packard could void the user's authority to 
operate the equipment. 

Safety Warning for USA 

If the power cord is not supplied with your monitor, select the proper power cord according to 
your national electric specifications. 

• USA: use a UL listed SVT detachable power cord. 

Hewlett-Packard's system certification tests were conducted with HP-supported 
peripheral devices and HP shielded cables, such as those you received with your system. 
Cables used with this computer must be properly shielded to comply with the requirements 
of the FCC. 

Changes or modifications not expressly approved by Hewlett-Packard could void the user's 
authority to operate the equipment. 

Notice for Canada 

This Class "B" digital apparatus complies with Canadian ICES-003. 

Cet appareil numerique de la Classe B est conforme a la norme NMB-003 du Canada. 
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Notice for Korea 

■l|r« r 



■_ 4. 



Notice for Japan 



Notice for Germany: 

Gerauschemission 

Larmangabe nach Maschinenlarmverordnung - 3 GSGV (Deutschland) 
LpA < 70db am Arbeitsplattz normaler Betrieb nach EN27779: 1 1.92. 

X-Ray Radiation Notice 

When operating, this product emits x-rays; however, it is well shielded and meets the safety 
and health requirements of various countries, such as the Radiation Act of Germany and the 
Radiation Control for Health and Safety Act of the United States. 
Radiation emitted by this product is less than O.lmR/hr (luSv/hr) at a distance of 10 
centimeters from the surface of the cathode ray tube. The x-ray radiation primarily depends 
on the characteristics of the cathode ray tube and its associated low voltage and high voltage 
circuitry. Internal controls have been adjusted to ensure safe operation. Only qualified 
personnel should perform any internal adjustments as specified in the service manual for this 
product. Replace the cathode ray tube with an identical CRT only. 
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TCO 99 

Congratulations! You have just purchased a TCO'99 approved and labelled product! Your choice 
has provided you with a product developed for professional use. Your purchase has also 
contributed to reducing the burden on the environment and also to the further development of 
environmentally adapted electronics products. 

Why do we have environmentally labelled computers? 

In many countries, environmental labelling has become an established method for encouraging 
the adaptation of goods and services to the environment. The main problem, as far as computers 
and other electronics equipment are concerned, is that environmentally harmful substances are 
used both in the products and during their manufacture. Since it is not so far possible to 
satisfactorily recycle the majority of electronics equipment, most of these potentially damaging 
substances sooner or later enter nature. 

There are also other characteristics of a computer, such as energy consumption levels, that are 
important from the viewpoints of both the work (internal) and natural (external) environments. 
Since all methods of electricity generation have a negative effect on the environment (e.g. acidic 
and climate-influencing emissions, radioactive waste), it is vital to save energy. Electronics 
equipment in offices is often left running continuously and thereby consumes a lot of energy. 

What does labelling involve? 

This product meets the requirements for the TCO'99 scheme which provides for international 
and environmental labelling of personal computers. The labelling scheme was developed as a 
joint effort by the TCO (The Swedish Confederation of Professional Employees), Svenska 
Naturskyddsforeningen (The Swedish Society for Nature Conservation) and Statens 
Energimyndighet (The Swedish National Energy Administration). 

Approval requirements cover a wide range of issues: environment, ergonomics, usability, 
emission of electric and magnetic fields, energy consumption and electrical and fire safety. 

The environmental demands impose restrictions on the presence and use of heavy metals, 
brominated and chlorinated flame retardants, CFCs (freons) and chlorinated solvents, among 
other things. The product must be prepared for recycling and the manufacturer is obliged to have 
an environmental policy which must be adhered to in each country where the company 
implements its operational policy. 

The energy requirements include a demand that the computer and/or display, after a certain 
period of inactivity, shall reduce its power consumption to a lower level in one or more stages. 
The length of time to reactivate the computer shall be reasonable for the user. 

Labelled products must meet strict environmental demands, for example, in respect of the 
reduction of electric and magnetic fields, physical and visual ergonomics and good usability. 
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Below you will find a brief summary of the environmental requirements met by this product. 
The complete environmental criteria document may be ordered from: 

TCO Development 

SE-114 94 Stockholm, Sweden 

Fax: +46 8 782 92 07 

Email (Internet): development@tco.se 

Current information regarding TCO'99 approved and labelled products may also be 
obtained via the Internet, using the address: http://www.tco-info.com/ 
Environmental requirements 
Flame retardants 

Flame retardants are present in printed circuit boards, cables, wires, casings and housings. 
Their purpose is to prevent, or at least to delay the spread of fire. Up to 30% of the plastic in 
a computer casing can consist of flame retardant substances. Most flame retardants contain 
bromine or chloride, and those flame retardants are chemically related to another group of 
environmental toxins, PCBs. Both the flame retardants containing bromine or chloride and 
the PCBs are suspected of giving rise to severe health effects, including reproductive damage 
in fish-eating birds and mammals, due to the bio-accumulative 1 processes. Flame retardants 
have been found in human blood and researchers fear that disturbances in foetus development 
may occur. 

The relevant TCO'99 demand requires that plastic components weighing more than 25 grams 
must not contain flame retardants with organically bound bromine or chlorine. Flame 
retardants are allowed in the printed circuit boards since no substitutes are available. 

Cadmium 2 

Cadmium is present in rechargeable batteries and in the colour-generating layers of certain 
computer displays. Cadmium damages the nervous system and is toxic in high doses. The 
relevant TCO'99 requirement states that batteries, the colour-generating layers of display 
screens and the electrical or electronics components must not contain any cadmium. 

Mercury 2 

Mercury is sometimes found in batteries, relays and switches. It damages the nervous system 
and is toxic in high doses. The relevant TCO'99 requirement states that batteries may not 
contain any mercury. It also demands that mercury is not present in any of the electrical or 
electronics components associated with the labelled unit. 

CFCs (freons) 

The relevant TCO'99 requirement states that neither CFCs nor HCFCs may be used during 
the manufacture and assembly of the product. CFCs (freons) are sometimes used for washing 
printed circuit boards. CFCs break down ozone and thereby damage the ozone layer in the 
stratosphere, causing increased reception on earth of ultraviolet light with e.g. increased risks 
of skin cancer (malignant melanoma) as a consequence. 

Lead 2 

Lead can be found in picture tubes, display screens, solders and capacitors. Lead damages the 
nervous system and in higher doses, causes lead poisoning. The relevant TCO'99 
requirement permits the inclusion of lead since no replacement has yet been developed. 



1 . Bio-accumulative is defined as substances which accumulate within living organisms 

2. Lead, Cadmium and Mercury are heavy metals which are Bio-accumulative. 
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